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Message Text 


UNCLASSIFIED 

PAGE 01 SINGAP 00687 110842Z 

44 

ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

021267 

R 1 10806Z FEB 76 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4545 
AMCONSUL HONG KONG 
AMEMBASSY BANGKOK 

UNCLAS SINGAPORE 0687 

E.O. 11652: N/A 
TAGS: BTIO, SN 

SUBJECT: FOREIGN GOVERNMENT TENDER- HEALTH CARE EQUIPMENT 
1. 559/01/T0011 

2.021176 

3. CHARLES S. AHLGREN 

4. 559 SINGAPORE 

5. N 

6. A. WRITE TO: 

B. CHIEF PHARMACIST 

C. PHARMACEUTICAL DEPARTMENT 
MINISTRY OF HEALTH 

1 JALAN BUKIT MERAH 
SINGAPORE 3 

7. PHARM. DEPT. TENDER NO. 12/76 

8.031076 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 SINGAP 00687 110842Z 

9.201 
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10. 38410 91 STAINLESS STEEL TROLLEY. FOLDING TYPE STRETCHER 

38410 VARIABLE PARAMETER PACER, SERIAL CASSETTE, ELECTRICAL STIRRER 

38410 85 GLUCOSE ANALYSER, HAEMOGLOBIN METER, AUTOMATIC DES- 
PENSER 

38410 51 DIGITAL FLAME PHOTOMETER, REFRACTOMETER 
38421 98 COMMODE WHEELCHAIR 

11. FULL PARTICULARS AND TENDER DOCUMENTS ARE AVAILABLE FROM 
THE DEPARTMENT OF HEALTH. NO DEPOSIT IS REQUIRED FOR TENDER 
DOCUMENTS AND INFORMATION. ALL OVERSEAS TENDERERS 

WHO ARE NOT REPRESENTED LOCALLY ARE ADVISED TO CONTACT THE CROWN 
AGENT, 4 MIT ,1 .WORK. LONDON SW1P 3JD. 

HOLDRIDGE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 FEB 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976SINGAP00687 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760052-0343 
From: SINGAPORE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760259/aaaabzsq.tel 

Line Count: 79 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 JUN 2004 by oatisao>; APPROVED <29 JUN 2004 by GarlanWA> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER- HEALTH CARE EQUIPMENT 
TAGS: BTIO, SN 
To: COM 
Type: TE 
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